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FROM 

AS-82 

DATE 

12 Sept < 

SUBJECT 

.6 Request for Building T-602 

1 

■ 

It is r< 
Branch 1 

It is ui 
[uarters 

quested 1 
‘or the pi 

derstood 
Company s 

.hat Building T-602 be allocated to Security Division, 
irpose of storing rotor boxes. 

that this building was previously allocated to Headquarters 
nd has been released as of 11 September 1946. 

WILLIAM HOLLERAN *2S C 
1st Lt. , Signal Corps 
Asst. Chief, Materiel Branch 
Ext. 210 

AS-82 

AS-20 

1 

L6 Sept A 

6 Building T-602 is assigned to AS-82 for storage of 

rotor boxes. This assignment is in lieu of previously 
allocated space in building T-lll (old firehouse) which 
is hereby cancelled. 

~®0R0prA. BICHlfjjt 
Colonel, Signal Corps 
Deputy Chief, Army Security Agency 
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